SECTION 5400 


Precision Ground, Unconditionally Guaranteed 


SCREW DRIVERS - NUT DRIVERS * HAND TOOLS 





° Nickel-Chrome Plated #6150 Steel Blades will not rust or corrode 


¢ Comfordome Slo-Burn S$ /B® Amberyl® Handles are easy on the hands 


x 





Chrome Vanadium Steel Blades are precision tempered 
and Nickel-Chrome plated foe highest finish and last- 
ing durability. 










Vaco Amberyl® S/B® Handles bear Vaco Amberyl® Handles are a dense, resilient, thermal Blade Tips are precision ground and designed to 
the Underwriters’ Laboratories Re- plastic material that is break-proof, shock-proof, fire- perfectly fit the screw slot. 
examination Service Marker. safe, non-absorbent and therefore impervious to most 
acids and alkalies. 
ROUND BLADE PHILLIPS DRIVERS BULL DRIVERS® 
a (+) FOR EXTRA POWER 
D Stock Point Blade Diameter —————— 
Number No. and Length Price 2 5 
1/8” Cabinet Style—Round Blades POl 0 1/8 x2-1/2" $ .80 
Stock Blade Diameter cs 1 3/16%x3" 1.08 ee oe 
Number and Length Price P 2 2 1/4”"x4 1.35 A man’s size driver for a man’s size job. 
A 216-4 1/8”x4” $ .75 P3 3 5/16"x6” 1.85 35% larger handle provides 35% more 
A216-6 1/8"x6” 77 P 5 (Stub) 2  1/4"x1-3/4" 1.18 power and 100% more comfort. 
A 216-8 1/8”’x8” 84 P 6 (Stub) 1 3/16”’x1-1/4”" 1.08 
A 216-10 erie 99 P12 (Pocket Clip) 1  1/8”x2-1/2” .80 Round Blade (Keystone Blade) 
Stock Blade Diameter 
CLUTCH HEAD DRIVERS ice 
3/16” Cabinet Style—Round Blades oe ee nue and le BIS 
A316-4 3/16"xA” 99 = (8) eeu: ee, ee 
A 316-5 3/16"x5” 1.05 seen BD 146 1/4"x6 1.70 
ap cot Stock Bit Point Diameter BD 156 5/1 6"x6” 2.13 
A 316-6 3/16"x6 1.10 Number and Blade Length Price BD 158 5/168" 2 24 
A 316-8 3/16”x8” 1.16 CH 43 1/8"x3” $1.40 BD /16"x 2. 
A 316-10 3/16”x10” 1.27 aa Dae Phillips Blade - | 
at 7 A Ve . BD 122 #2 Phillips 1.59 
seat : BD 133 #3 Philli 2.13 
1/4” General Service—Round Blades CH 86 1/4"x6” 1.85 rel 
A 416-4 1/4"x4” 1.20 CH 106 = 5/16"x6” 2.39 OFFSET SCREW DRIVERS 
A 416-5 1 /4”x5” 1.23 Stub Styles 
A 416-6 1/4”x6” 1.27 CH 51 5/32”x1-1/2” 1.25 
A 416-8 1 /4"x8” 1.33 CH 61 3/16"x1-1/2” 1.25 
A 416-10 1 /4”x10” 1.46 


SCREW HOLDING DRIVERS 


5/16” Heavy Duty—Round Blades eB 
A 516-6 5/16"x6" 1.60 = 





A 516-8 5/16”x8” 1.70 Stock Blade Diameter 
A516-10 5/16”x10” 1.90 Number and Length Price 
OK 23 1 /8"x3” $1.05 Stock No. Type Blade Price 
OK 24 1 /8”’x4” 1.10 VO 1 Regular 5/32” x 3” $ 52 
(Se QD OK 26 1/8”x6” 1.16 VO 2. Regular 1/4” x 4” 84 
—— OK 28 1/8”x8” 1.20 P 120 Phillips #1 pointoneend, .73 
Stubbys OK 34 3/16"x4” 1.40 #2 point other end 
A 132 1/4"x1-1/4" 90 OK 36 = 3/16"x6” 1.46 P 111. Phillips #1 point bothends .58 
A135 5/16”x1-3 /4” 1.18 OK 38 3/16”"x8” 1.53 P 222 Phillips #2 point bothends .64 


VACO ALL HOLLOW SHAFT NUT DRIVERS 


Available in 24 types and sizes 
All Hollow Shafts 
_————— - t Includes 7 nut drivers (3" 
= { shaft lengths) each in own 
) pocket marked for size 


K-7 Self-Standing Kit 





Nickel-Chrome Plated Extra Hard 
46150 Steel Shafts Long-Wearing Sockets 7 jendicelor. 


COLOR CODED HANDLES FOR QUICK IDENTIFICATION 


Standard 3” Shaft Lengths $14 7/16" 7” Brown $1.35 


Stock Hex Overall Color $16 1/2” 7” Orange 1.35 
No. Size Length Key Price $-700 Bench Stand 


S 6 3/16” 6-5/8” Black $1.10 
S 8 1/4” 6-5/8" = Red _—*iT:«.10 
$10 5/16” 6-5/8” Yellow 1.10 
S11 11/32” 6-5/8” Green 1.10 Odd sizes 7/32”, 9/32" 

$12 3/8" 6-5/8” Bive 1.10 Extra Large sizes 9/16”, 5/8” 


ALSO AVAILABLE ( , All metal for permanent 


Stubby sizes 1/4”, 5/16”, 3/8” attachment to bench or 
wall. 7 drivers. 
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